Newark Tenant Action Project/ 
HUD Tenants’ Coalition 


CHARTER 


The Newark Tenant Action Project/ 
HUD Tenants’ Coalition 
certifies that 


3) GEORGIA KING VILLAGE TENANTS ASSOCIATION 


is a member group in good standing. 


|| This membership term begins OCT. 1, 1998 
and expires SEPT. 30, 1999 


| It is entitled to be renewed on the expiration date. 


"l| This member agrees to follow the rules and 


regulations of the Newark Tenant Action 
Project/HUD Tenants’ Coalition. 
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